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MUSE TRACTOB PIAVT PB0G9QC88KS — Boretskaya Boloruaeiya, Vo 39 , 23 Tot ^9 

I» 8. Xu* ’ml oh, mu lager of the "Beltraktoroetroy" (Belaroefliui Tractor 
Con* tract! on) Trust, speaking before the 19th Congress of the XF(b) Belo- 
russla on Industrialisation of the Belorussian 38R and construction of the 
tractor and. automobile plant* In Minsk! reported the following: 

Construction of the traotor plant 1* progressing rapidly. A press shop, 
oast -Iron foundry, tool shop, and notor shop are under construction. Xaoh 
individual shop occupies sore spao# than the largest building in Minsk, the 
Qcrement Building. This plant reenables a large olty with a comulty center 
and many cultural and public institutions. Vert to the tractor plant a heat 
and power plant Is being built. 

The tool and motor shops are already In operation. Production of start- 
ing motors and Diesel motors has been begun. All efforts will be nade to 
start assembly-line production of tractors by t!ie end of 1950. 

Tho Toe ltraktoroe troy" Trust fulfilled the 19b8 plan llH percent, and 
labor efficiency Increased 16 percent. Construction costs bars been lowered 
by 1,100,000 rubles , The number of skilled workers In the trust feu. grown; 
orer 700 among than are Stajfcaaorltes am? over 1,500 shock-workers. Jhges 
h*je been Increased and living conditions have Improved. 

Construction of the Minsk Tractor Plant Is supported by a number of Min- 
istries and e nt erpr i ses of the Belarussian 88R and of the Union republics • 
Severer, the Belorussian State Planning CoMlsslOn does not give enough atten- 
tion and support to the txmotor plant oonstmotlon and has been lax with regard 
to planning and distribution of construction material funis. Thus, In 19^8, 
the CoMlsslon refused to give pr&otloal aid to the construction projeot, and 
In 19^9 It has directed the trust to apply for help to the Uhlan Ministry. 
According to a decision of the TsX KP(b) Belorussla and the Soviet of Ministers 
Belarussian 88B, the traotor plant 3* to be built without help from the Union 
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HtmrsorSK PLAIT mzm PLEDGE — Frarda, Vo 77, 18 Iter 

The Tractor Plant iaeni SaUnln in Bubtscvsk, Altay Kray, has pledged 
itself to accelerate the tumor #r of verting capital by 5 days in caap&riBon 
with the 19 H 8 figure and to release 3 si Ili an rubles for the needs of th# 
eeanofay , The Plant h m already released one million rubles . 

MXA^ PIAVT M&Z3SS IMPBCTOD LQA33KB — Uidfigradateya Prarda, Vo k2, 20 m k9 

Workers of the ©xperimwital shop of the Ural Autceobile Plant Imeni Stalin 
in mass, Chelyabinsk Oh Inst, prepared m experimental model of an laaprwed 
"ZX8-5" automatic loading machine * Pi lot tests on the machine hare been satis - 
factory* 

The motor of the new naohine has been moved forward to achieve uniform 
distribution of the load on the chassis. This has permitted lengthening of the 
scoop and increasing the capacity of the machine by 0.3 cubic meter. 

BVOSUTL* msf mmsss mt mm. ~ Koswm 1st, Vo 39, 17 P® b k9 

The Tet©* lari' Automobile Plant has started to build 7 -ton tm&oks with 
Diesel motors in series production. 
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